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TD  Great  Lakes  survey  sampling 

193  station  :  Lake  Erie,  Detroit  and 

.G74  Niagara  rivers. 

1965  80802 


CHEAT  LAKiSS  STUDIKS 


Lake  Krie  Survey 


Summary  showing  number  of  sampling  ranges  in  western  part 
0.:  Lake  Erie,  sampling  stations  and   length  (in  miles}  of  ranges 
Doing  sampled. 


Sampling  Range 


Mo.  of  Stations 


14 


100 


Length  of  Range 
(I-iiles) 


A-B 

4 

3.0 

U-3 

S 

10.0 

5T-H- 

E 

11 

10.5 

A-G 

§ 

13.0     - 

G-h 

9 

16,0 

B-W 

3 

3.0 

1V-G 

5 

6.0 

W-F 

9 

ii.O 

G-F 

3 

L.O 

S-H 

3 

3.0 

L-M' 

11  X 

^/0) 

9.0 

T-tf 

U 

U) 

-  .5 

R-F 

6 

10.0 

L-X- 

Z 

13/ 

(tZ) 

9.4 

113.4 


Compiled  August  1965 

water  Jualitv  Survey's  Branch 


GREAT  LAKES  STUDE  3 


Lake  Erie  Survey 


Sampling 
Range 

A-B 


Station 
(miles )_ 

3.0(A) 

2.0 
1.0 

0.0(B) 


Location 


Ship  Channel, 
Detroit  River 
Light  to  Bar 
Point 


Compiled  August  1965. 


. 


GREAT  LAKES  STUDIES 
Lake  Erie  Survey 


Sampling 
Range 


Station 
(milesj 


Location 


U.S, 


0.0{U) 

/■s* 

6.0 

7.5 

9.0 
lO.O(S) 


TJest  Shore 
opposite  Bar 
Point  to  Stony 
Point 


Compiled  August  1965. 


GREAT   LAKS3  STUDIES 
Lake  Erie  Survey 


Sampling 
Range 


Station 
(miles) 


Location 


Y-H-R 


0.0(Y) 


1.0 
1.5 

2.0 
3.0 

4.5 

6.0 

3.0 
9.0 
10.5(H) 


0.75  miles  from 
Detroit  River 
Light  (B)  to  Westt 
Channel  Outer  Buoy 
to  Monr©e  Light 


Compiled  August  19&5 


GREAT  LAKES  STUDIES 


Lake  Erie  Survey- 


Sampling 
Kfenge 


Station 
(miles) 


Location 


A-G 


2tt0 


4*0 

6o0 

3„0 
10.0 
12.0 
H.O 
15.0(G) 


Detroit  River 
East  Channel 
end  Buoy  to 
Colchester  Reef 
Light. 


Compiled  Aug  ust  1965. 


GREAT   IAKKS   STUDIES 
Lake  Erie  Survey 


Sampling 
Range 


Station 
(miles ) 


Location 


G-N 


17.0 

19*0 
21.0 
23.0 
25.0 
27.0 
29.0 
31.0 
33.0 


Colchester 
Reef  to  Pelee 
Point  Life 
Saving  Station 


Compiled  August  1965. 


GREAT  LAKES  STUDIES 


Lake  Erie  Survey 


Sampling                 Station             Location 
Range  (miles)  


B-W  1.0  Detroit  Light 

to  East  Channel 


2,0 
3.0(W) 


Compiled  August  1965. 


end  Buoy 


GREAT  LAKES  STUDIES 


Lake  Erie  Survey 


Sampling 
Range 


Station 
(miles) 


Location 


W-G 


5.0 


7-0 

9.0 

11.0 

13*0 


Detroit  River 
East  Channel 
Outer  Buoy  to 
Colchester  Reef 
Light 


Compiled  August  1965. 


GREAT  LAKES  STUDIES 


Lake  Erie  Survey- 


Sampling 
Range 


Station 
(miles) 


Location 


VJ-F 


4*0 


5.0 
6.0 
7.0 

e.o 

9.0 
10.0 
11*0 

12.0(F) 


Detroit  River 
East  Channel 
Outer  Buoy  to 
Middle  Sister 
Island 


Compiled  August  1965. 


GREAT  LAKES  STUDIES 
Lake  Erie  Survey- 


Sampling 
Range 


Station 
(miles) 


Location 


G-F 


17.0 

19.0 
21.0 


Colchester  Reef 
Light  to  Middle 
Sister  Island 


Compiled  August  1965. 


GREAT  LAKES  STUDIES 


Lake  Erie  Survey 


Sampling 
Range 


Station 
(miles) 


Location 


S-H 


4.5 

6.0 
7.5 


Stony  Foint 
to  Outer  Buoy 
on  Detroit  River 
West  Channel 


Compiled  August  19&5 


GREAT  UKES  STUDIES 


Lake  Erie  Survey 


Sampling 

Range 


Station 
(mile) 


Location 


L-N 


0(L) 


0.5 
1.0 

2.0 
3*0 
4.0 
5.0 
6.0 
7.0 
8.0 
9.0(N) 


Leamington 
Municipal  Pier 
to  Pelee  Point 
Life  Saving 
Station 


Compiled  August  1965. 


GREAT  LAKES  STUDIES 
Lake  Erie  Survey- 


Sampling 
Range 


Station 
(miles) 


Location 


T-N 


0 


Lighthouse 
Point  Pelee 
Island  to 
Pelee  Point 
Life  Saving 
Station 


0«5 

2.0 

4.0 
4.5 

6.5 


Compiled  August  1965. 


GREAT  LAKSS  STUDIES 
Lake  Erie  Survey- 


Sampling 
Range 


Station 
f miles) 


Location 


R-F 


12.5 


River  Raisin 
Channel  Outer 
Buoy  to  Middle 
Sister  Island 


14*5 
16.5 
18.5 
20.5 
22.5 


Compiled  August  1965. 


GREAT  LAKES  STUDIES 
Lake  Erie  Survey 


Sampling 
Range 


Station 
(miles) 


Location 


L-x-Z 


0.0  (L) 


0.5 

1.0 

2.0 

3.0 

4.0 

5.0 

6.0 

6.6  (X) 

7.0 

3.0 

9.0 

9.4  (z) 


Leamington 
Municipal  pier 
to  Kingsville 
Municipal  pier 
to  Cedar  Island 
Channel 


Compiled  August  1965 » 


— I  MM  — 

iMkm  Art*  S«nr«jr 


Sampling 


Station 


AwwP  WJblMX 


R»P 


U„5 


12.5 
13.5 
U.5 
15.5 
16.5(P) 


Rivar  Raisin 
Cnannol  Qtitap 
Buoy  to  RiT«r 
Ralain  Tiaraiag 


Coapiloa  Oetobar  1965, 


OtfiAT  LAKES  STUDIES 
L*k«  Sri*  Swrvoy 


Stapling 


Station 
(■iUs) 


Location 


C-K-R 


2.0 


4*0 

6.0 

1*0 

?.0 

U.0<I) 
13.0 
15.0 


Toledo  Htrltr 
Ugat  to  Woo* 
Sister  XsUad 
to  Niagara 
Roof  Buoy, 


Coapllo*  Oetobor  1969. 


Lako  Srlo  Surety 
Sampling  Station  Location 


F-E  13.0  KMdlo  Slotor 

Island  to 
Niagara  Roof 

U.O 
l>.0 
16.0 
17.0 
U.O 
19.0 
20.0 
21.0 
22.0 
23.0 
17.0 
20.0(B) 


Conpiloa  Ootobor  1965. 


QREAT  UI13  tTUDIJB 
Ukt  Erla  Smrrmy 


Saaalias 


Station 


Location 


E-M 


23.0 


Niagara  Raaf 
Buoy  to 
SmU  Poiat 
Shoal  Plaahiag 
■nay* 


24.0 


Covpilod  Octobor  196$. 


Stapling 


M.T 


mm  mm  gxwina 

Lake  8rl«  Sorvty 


Station 


2.0 


4.0 
6.0 

t.o 

10,0 
tt.O(f) 


Locution 


Soott  Point 
Stool  Flashing 
Umy  to  Poloo 

Itl*»«   ttOSt 


Coaplltd  Oetebor  1965. 


mn  urn  %mm 

Laka  Kria  Survay 


*wiyltm 


CD 


Station 

20.5 

21,0 

22.5 

23,0 

24,5 
25.0 
26.5 
27.0 

27.5 
29.0(D) 


Location 


Toledo  Barter 
Li$at  to 
Tola do  Coast 
Guard  Station, 


Cowpilod  Oetsbor  1965* 


Uko  Brio  3unr«y 


Saapling  Station  Location 


P-1W  0*     Ualtod  Statas  3horo 


X.Q  A  rung*  froa»  point 

»P»  on  tbo  Unitoa 
Statot  ohoro  through 
3snoe«  Shoal  light 
to  tooo  Hill  Point, 
Ontario  (1W). 

2.0 

1.0 

J.$*3onoo«  Shoal 

a.o 

5  .a>Xnto  motional  Boundary 

6.0 

7.0 

Ml 

9.0 


Koto:     Points  narkod  with  aotorisko  «i«  not  to  bo  sampled, 

Complied  Ootobor,  1969* 
Motor  Quality  Survoyo  Bmnah. 


Uko  trio  Survoy 


17 
19 
21 
24 

iu 

25 

26 

34 

45 
46 
47 
46^ 

49 
50 

51 
53 

66 


U*55f0O« 
42  03  00 
42  14  00 
42  26  00 
42  32  00 
42  36  00 
42  31  00 
42  31  00 
42  31  00 
42  37  00 
42  43  00 
42  45  00 
42  47  00 
42  41  00 
42  49  00 
42  49  00 
42  47  00 


42*23*00* 

•2  01  00 
61  43  00 
61  26  00 
61  14  00 
60  59  00 
60  56  00 
40  26  00 
60  01  00 
60  04  00 
60  04  00 

79  54  00 
79  45  00 

79  35  00 
79  19  00 
79  04  00 
79  31  00 


Thoso  stapling  otatloao  ooiroopoad  to  thoso  uood  by  tho  U.3. 
Dojartaost  of  Ho*  lth,  Mucatlon  and  rfolforo  for  Cruloo  #66  Groat 
LoJcoo  -  IlUaoio  RWor  Boolao     Projoot  aupiot  14  -  Sootoabor  2,  1964 


Coapilo*  Ootobor  29,  1965. 


IMTgRMATIvJUL  J.  INT  CGttKJ3:ili)X  liUI.vr^ 


&T-5.9 

DT-6.I£ 
CT-9.JF. 
DT-X2.0* 
i/T-U.6>. 

i)T-H.«.. 
CT-17.0E 

DT-17.4* 

DT-19.0 

L/T-20.6 

Df-25.7 

QT-26.4* 

DT-29.2^ 
DT.JO.Q 
DT-JO.J 
UT-J0.7K 


ct«l 


20 


nr.TROXT  Ri?a  :JTOFEY 


Xo.  of  r,ufcittu 

as 

4 
U 

f 

u 

7 

9 

> 
U 
H 

t 
9 


U 

9 
9 

7 

10 
202 


Coapll«4  Oet«fe«r,  19«>5 
•litnr   -iuftllty     urv#ye     t  ranch 


DETROIT  KIVRR 

.•aapllng;  ruutgot     'jT-3  .9 

Location:     Maplo  Boaeh  ttboro  Huron  'ttiwmr  outlet  to  jtta«ot  iioaeh, 
Bar  Point   (near  south  of  I  otrolt  I Ivor) 

0*  Onitod     t*t«s     ::or« 

503 

1,500 

2,500 

3,500 

4,500 

5,500 

6,500 
7,500 

8,$00 

9,500 

10,500 

11,230*  International  isoundory 

U.500 

1   ,>00 

13,500 

U.500 
15,000 

lc,200 

16,500 

17,500 
1^,500 
19,000 
19,300 

Not2f°°Po*lnto  MAtoo*^l*\hi'ttKWriflk*  art  not  to  b«  aanplotf. 

Coapilod   ..aptoabor,   1965 
attr  ..uality  Snrvoyo  araaeh. 


mmmmh  mm  mamm  mm 

AMD  aORfMLLAMCS  — | 

DLTkOIT  PITER 

Stapling  Ranges     DT-4.tr 

Uettitmt     B#ls  SUM  Island  ta  Main!***  Canada 

llMHnlti 


!••%  Saorn  Hols  BUM  IlUM 


100 
500 

•00 

l.aoo 

1,600* 


Cnandlan  Saara 


Natal     Faint*  Mrk«d  with  aatariak*  ara  att  t*  fci  MapUd. 

CnaaUad  Ottaaar,  1965 
*atar  Qaality  Sarvnps  Branch. 


ir.  manual  jui^t  gaaamag  am.^* 

DETKQ1?  mm 
Stapling  iftnfftt       T-->.3.: 

Locations      Lroaaa  11*  to  i  anadlan    ihor«  abort     tony  Island, 
tatlon     lrrtanca  fro*     gat     hora   [£jtU 

o"      a«t  hora  Grosaa  21« 
100 
200 

500 

800 

1,200 
1,5<>0 
2,000 

t99M 

3,000 
3.100 

3,000 

3,700*  international  Boundary 

4,000 

t,500 

4,400 

5,000 

5,300 

5,1*0 

5,d00 

o,000'  Uaadian     hor» 

ffatai        ointw  aarkad  with  ««t*ri»k     tr*  net  ta  be  stapled. 

coapiled  Septeaber,   19o5 
^atar     utlity     onreys     runch 


imuukti^al  just  Lu;jgsjiv«  juhyei 

AMD    vUhVqLLAMt;*;   PBOGHAH 

DEtltOXT  8IV&B 

Stapling  Kongo:      DT.l2.0tf 

Locations     Trenton  Chonol  Toll     ridga  fron  linitod  jtaton  Mainland 
.:h«r«  to  Wont  Shorn  tiroson  lain* 

BnUnM  BiUMM  frtfl  Ban  afcwa  (ywl 

0*    United  :  tat as  Shore 
122 
322 

070 

rf*J0 
1,10 J*  «st  shoro  Grooon  lolo 

lota:     Joint*  narked  with  aatoriak*  aro  not  to  00  eaoplao, 

Coaplled     eptentoer,  19«  5 

ater     uslity     urv*y*   branch. 


AMD    "IP-VKlLUMCa    rhOORAW 


;  TIIOIT  in 

anpiing  '  ««?•!       'T»lfc#6* 

i^e&tiom     aynndnttn  oity   r'owtr  Ma  at  and     «ter     ark*   \oefc  o*«r 
Iat*k«  and  through  Cut  to  Fighting  Island. 

at«titm     laumca  froia  -ft   .noro   LTjiJU 

0*  Unit  #d  a»t€>*  hor« 
20 
100 
200 
300 
^00 

too 

600 

900 

1,000 

1,100 

2,000 

2,300 

3,000 

3*700*         International  tiouadary 

hfQO0 

e>,500*  nut     nore,   Fighting  Inland 

Notn:      t'olnta  awrked  with  a»tariak*  irt  net  to  ton  aanplad. 

roMpilnd     *pt*flh#r,   1965 
*t*r     unlit y   'arrays  iimnch. 


ahd  JUhVfiL;, ;■<£:■  rf.cChAK 
:tfoit  mviA 

sapling  -i  njr,*-:   9T«l5.e« 

Location t  >.ymidott«  chsalcals  Coko  l*nt  Intake  across  to  Grassy 
Island  ip.ht. 

tmin  Pty^Mt  (tffft  am  ftaai  Mil 


Unltod  Statos  hor* 


5 

20 

100 

200 

400 

700 

1,000 

1,500*    %aat  hero  nraaty  Island 

Notoi  Points  Marked  with  asterisk*  arc  net  to  bo  eaapled 

Compiled  eptwnber,  L')t$ 
ater  uality  urreys  Branch* 


JUTKC1T  MV--R 

>a*pling  kaags:     JT-le.ttf 

locution:         -mthfleW      oad  to  lighting  Island    lorth  Light   (la 
vicinity  of  d  radge  duaplng  arsa) 

station     l«t*nCQ  fro%     ««t     here    (fsst) 
0s         United     l*t«ta     riora 

700 
L9900 

3.W 

3,500 

3,700 

4,200 

4,300 

4,300°         Intarnatlonal  boundary 

4,400 

t,900*  oaat     hora   Fighting   Island 

Jot  a:      Points  narked  Kith  aaterlak*  art  not  to  ha   oaaplad. 

Coapllad     opt   abor,   1965 
atisr     u-lity     urv*y»   branch* 


A.tL      ^TEl^IiiC   FHOCaa* 

3STR0XT  BIVHJl 
Sampling  Hftfiftt      LT-17.0% 

ocstioat     righting  Island  to  LaSslls  Oil  sad  Coal  Co.     Boot  slip 

on  Canadian     bore. 

tatlon    ^iatance  from     tat   Jhora   (f'eet) 

0*  aat  dhora  of  righting  Island 

100 

400 

900 

960 
1,000*        Canadian    -hora 

.total     Points  aarfcad  with  aatariak*  ara  not  to  as  saaplod. 

:  oaipllod     ept«nber,   1965 
ater     uaiity     urvey-   f'ranch. 


m^flAHttttii  am  umma  mm 


DETtOl?  RITH 

SmpUnc  KoOfOt     0T-17.U 

LOOOtlOOl       FMTN   U#t    tO   HM«   Of    ttffctlAg    Island 

min  Pimm  frw  »ttt  —  fftit) 

0*        Vaitotf  Stotoo    bom 
100 


400 
•00 
•00 

1,000 

lvft00 

1,400 

1.000 

1,900        Ijttoraotloa*l  b< 

1,000 

1,100 

lti00*        Kttt  SHoro  of  KifihtiM  JoUnt 

ftotoi     Potato  oorfcotf  with  aotoriok*  oro  not  to  bo  oonplotf • 
Coaytloo  Ootobor,  1001 

otor  ?aollty  Sorvoyo  Broaofe 


jhTh    i"   •     .'    R 

Sampling  Rangai       DT-19.0 

Location:     balow  Kougc  Bivor  tron  *ar  Surplus  iepot  to  Canadian 
Bridga  i.oapany   Malted,     :oat      li», 

tatlon   Slatanca  fro*a     est     hora   fP— t) 

0*         United    .tatee   Jhore 
100 

150 
200 
300 
i»oo 

too 

dOO 
1,000 

1,4,00*         international  boundary 

1,500 
2,000 

2,200 

2,300 

2,400 

2,500 

2,700*         Canadian  *hore 
.ota:      Points  aarkod  with  asterisk*  are  not  to  be   stapled. 

Coapllea  japteaeer,   19c  5 
ater    aality  Jtunray*  Branch. 


umamm  —  m—m  ^m 

m  wawMm  mmm 

DKTROIT  Rim 

3*aoll»j(  feoagot     DM0.6 

Uoatloai    AWvi  fto«M  ftlvor  Dtm  Doirojr  Detroit    oloon  Book 
CiMdlin  Xfttfoetrloi,   LU.,  rook. 

mjAm  u&aw  f«^  «-*  jaw  Mail 

0*  United  .".totoi  Short 

9 

n 

100 

too 

100 

400 

500 

400 

TOO 
1,000 

1,100*  Inttrwtl*Ml  ftotwtfory 

1,100 

itioo 

1,000 

2,200 

1,400*  CftMOlAA  Sfeoro 

*otoi     Potato  001*00  with  cotorisk*  oro  not  to  oo  ooaolot, 

Coapiloo  Gotobor,  1965 
*otor  Qoolity  Svnyi  liMWi 


.TROIT   KXfa* 
Saapllng  Kangtt      DT-2J.1 

vocation:      Foot  of  12th     tra*t  *cro-»  to   r.indsor     ock    ,o*pany,  Canada, 
tatlon     iatanc*  fro:*.     a?t   ^hora    (faat) 

0*         Unitad  Statso    shora 
loo 
200 

too 

600 
1,000*  Xot-oraatioaal  Boundary 
1,100 
1,700 
2,100 
2,200 
2,>00*  -a at     hore,  Canada 

•lata i     Points  narkad  with  aatarink*  ar»  act  to  ba  oanplad. 

Coipllad  Japteabar,   19©5 
a tar     uallty     anrayo  Branch. 


u;  Tkuir  kjv  k 

3a»pling      «ng«:        DT-25,7 

Location:     0,".   Enginaara   *ar«*housa  to  air  a*     alkar  and  .  oua, 
Li  ait  ad,   Canada. 

0"  Unit  ad     t*t«s     hore,    /«tt     Kori     ctrolt  1  Ivor 

50 
100 
300 

feOO 
1,000 

1,900*  international  Boundary 

2,000 

a9o00 
I91M 

3,400 

), $00*  «ot      nortt   '..  naaa 

.ot«:      i  oint  j  narkad  with  asteriak*  ar*  not  to  b*   aaaplcd. 

Coapllod     aptaabar,  196$ 
atar     uallty     unraya     ranch. 


itrmmTioMAL  joimt 


djst&oit  kivm 


UMtiMi     M«i«r  «*rk.  Part  c«tl  n*ek  to  D*ti»ftl»  Yackt  Ci»»  Dttk. 


UalM  3Uifi  im 


too 

200 

>oo 

400 
700 
4,000 
1,100 
1,500 
1,900* 


*••%  3U«  »f  B«ll.  !•!• 


**%•!     polnt«  mi*«4  witt  «ftt«ritk*  m  not  u  !>•  »*«pl*i, 

C«pUN  Ottotor,  19** 

QMUI7  Swfiyi  Sr«Mli. 


D&THOIT  fclVUi 

Son Fling  Kanget        DT-29.2E 

ocatlon:     Living  atona  light.   Balla  lala  aaroaa  Canadian  Channel 
nonal  to  center  line  of  streaa. 

JttfJaaMI  BaHJiM  flM    ,tH     ?htrt  (iff!) 

0*         boat  Shore  of  fitUi  1*1*,   Uulteo  .;tatee 
LOO 

1,000 
1,100 

2,000 

2,400*         Canadian     r.cra 

*ote:     Point*  marked  with  a  atari**-"  ara  not  to  bo  eaapled. 

Compiled    i  apt  enter,   1905 
natar     uality  Survey*  Bran  oh. 


usamasmk  jqiit  ffafmatiftif  awn 

ri;Tf?OlT  KlfKM 

3*apliaf  Kaagat     29.2V 

Laaationi     Datroit  £alaaa  HMt  3U»  ta  Detroit  **t»r  lata** 
Baaa  UgoMi  Ugat,  lalla  xiu. 


O*  Italic  suui  saara 
IS 
100 
250 
100 
400 
$00 
•00 
TOO 
900 
1,100 

Moo 

1,500 

1,700 

1,725*   *aat  Saara  Balla  Xala 

2,100*        Praaaat  watar  Xataka 

Matat     Point*  amrfcad  with  attarlak*  ara  Ml  ••  to 
Caaalla*  Oataaar,  19*5 
watar  QaaUty  Sarvaya  Braaaa. 


DCTfcOIT  HVSR 

or;  t ion:      (  .roybovon  R«tt     ilp  to     «*ch   Island  Light. 
Rto tlon  ■  in^nce  iy  ^ot     hor.   ty»«*l 

(T         Unltodj   itataa     hor* 
MB 

200 

400 

$30 

700 
1,000 
1,300 
lf600 
2,000 

2,700*         r«*«h  1  eland  Ufht 
>,000*         i ntsraaUoaal  Bouadary 
4,900*         Canadian    >horo 

ol«:        ointa  aarkad  wit*  csu^sn  •  *r»  not  to   bo  aaaalad, 

tonal lad     opta«»*r,  1965 
at  or     uallty     urvaya     raneh. 


iiiT-hauTioaia  jui*t  iommi-^m  au;  VfcY 

llfl    SIlkTMLLaUCK    FfcJOttAM 

DETROIT  Uffll 
•mpllrv     una*:        UT  •  ;0.7, 
.  oca t ions      i  aach  island  W  Canadian     nor*  at  i>«ad   of  ,  stroit  Kiv«r. 

Madia  Psniamt  fry?  •«%  jhir»  U'tflW 

0*    «st  hora  reach  Island 
100 
300 
500 
700 

tfi 

900 

HO 
1,050°       Canadian     oors 

ot«!     Palate  ssirkad  with  asterisk*  ars  not  to  »a  saaoled. 

( oaslled  Sostsaoar,  1965 

.'.star     us  11  ty  :>«nrays  Brand*. 


AMD   JUi.ffclLUICfc   KiOGhAfl 

UfiThOIT  RI»iR 

iaapUag  lianfai       DT  •  30. <W 
oca U on:     Windaill     otot  to  Hm4  of     *»ch  Island. 

rfVtUffn  mmu  Are*  tn   twrt   tftil) 

0"     Units*  Stats*  3hora 
20 
100 
200 

300 

400 

500 

700 

1,000 

2,000 

2,500 

2,600*  ifitarnatlatial  Boundary 

4,500*  Hsad  of     saeh  Island 

ifotai     Points  awrksd  with  asterisk*  are  not  to  ba  saapied. 

Coapilsd     «pts»b«r,  1965 
:atar     uslity     urvcys    Hrsnch. 


• 


DETROIT 


OT-20  6 


DT-19.0 


DT-174 


0T-I6.8  w 


0T-I5.6w 


DT~l2.0w 


8     MILES 


INT'-SHATIuMAL  JQIHT  CUKKIS3I0M  JUKVhY 
AMD    SUKVLILLaMC?.   PftXffifllf 

DETROIT  HIVE* 

Saapllng  range:     DT  29.28 

Location:     Liringetone  light  to  Canadian  Shore. 

tatiort  211EU  3ep*h 

400  T,  12 

1000  T,  U9  23 

1100  T,   U,   23 

1500  Tf   18,  >2 

2000  T, 

Compiled  October,   1965 
Water    uallty  Surveys  Branch 


INTERNATIONAL  JOINT  COMMISSION  SURVEY 
AND  SURVEILLANCE  PROGRAM 

DETROIT  RIVER 

Sampling  Range:  DT  29. 2W 

Location:   Edison  Boat  Club  (U.S.A.)  Across  Channel  to  Lagoon  Light. 


Station 

100 

250 

400 

500 

700 
1000 
1300 
1600 
2000 


Sample  Depth 

T 

T 

T 

T,  11 

T,  11,  17 

T,  12,  19 

T,  12,  19 

Tf  11,  17 

T,  10,  15 


Compiled  October,  1965 

Water  Quality  Surveys  Branch. 


XtrTERMATIQHAL  JQIMT  COMMISSION  SUPVE.T 
Mb   ^UKVULmMCL   PKuGKAM 

BiTKQIT  K1VER 

Sampling  Kange:     DT  3 0.5 

Location:     Slip  v/est  of     indoill  Pt,  Yacht  Club  {U.S.A. )  to  Buoy  RN  6 

station  Sample  Depth 

100  T 

200  T,   10,   16 

350  Tt  12,   19 

500  T,   12,   20 

750  T,  14,  23 

1000  T,  14,  23 

1300  T,   14,   23 

1600  T,   14,   23 

2000  T,    12,    20 

Compiled  October,   1965 

Vater  duality  Surveys  Branch. 


AMD  3UhVLILLANCF.  FhQGhhrt 

DETROIT  RIVKR 

3a«pling  hangcx  OT  30.0 

Location!     Onyhiftn  Boat  Slip  to  Peach  Island. 


"tftUftn 

100 

200 

400 

500 

700 

1000 

1300 

1600 

2000 


Saul*  p«p*h. 

T 

T,  U 

T,  U 

T,  U 

Tf  13 

f«  13 

T,  15 

tf  U,   23 

T,  Ua   23 


compiled  October!   1965 

water    <uality  Surreys  Branch, 


IrtThKHATIOMAL  JOINT  CQWI361QH  aUftVLY 
A?(D   .'»UmiLUNCK   YkOGtihZ 

DETROIT  MVER 

sampling  hange:      DT  30. fe^ 

Location:      ..indmill  Point  to  Head  of  Peach  island, 

taUgfl  Sample  Depth 

20  I 

100  T,   12 

200  T,   11,   u 

300  T,   12,   19 

400  T,   U,   23 

500  T,   14,   23 

700  T,   14,   23 

1000  T,   14,   23 

2000  T,   13,   21 

2500  T 


Compiled  October ,  1965 

water     uality  Surveys  Branch, 


INTUBATION*!,  JULNT  lOKRlS-ilON  3UftV£I 

m  mmmm  nama 

DLTKG1T  RIVER 

Sampling  Ranges      OT  30.7E 

Location:     reach  Island  to  Canadian  Shore. 


nation 

100 
300 
500 
700 

S50 
900 
960 


.iaMDle 

"'rtfc 

*• 

u. 

17 

T. 

12. 

19 

*• 

13, 

22 

*i 

11 

t. 

11 

T 

T 

Compiled  October,  1965 

Water    .uality  Surveys  Branch. 


IHTKMATIQIUL  JOIMT  COWaSSlOM  SURTO 

m  musuuw  — i m 

DETROIT  RIf IB 

Sampling  Rangat  DT  2i,4* 

Location i  Dttroit  Boat  Baala  to  Detroit  Yacht  Club  on  Bollo  Is, 


atatlo* 

50  T,  13 

100  T,  U,  16 

200  T,  11,  16 

300  T,  U 

600  T,  14 

1000 

1300 

1500  T,  10 


Coapllad  October,  1965 
Water  Quality  Sorrtya  Braach. 


T,  11,  16 
T,  Ut  IT 


IMTBHATIOML  JOIMT  COWgaaiQli  SORTKT 


DETROIT  Rim 

SaapUnt  »««i»i     DT  23.1 

Location!     Poaft  af  12tfa  St.  to  Wladaar  Doak  Co. 


Station 

100 
200 

400 

too 

1100 
1700 
2100 
2200 


gMrtt  DtBtt 

*•  u 

t,  13.  21 

t,  23,  42 

*.  W.  33 

*•  10,  3$ 

*.  15.  23 

T,  11,  14 


Coaailod  Oatobar,  1965 
Watar  Quality  Sarvaya  Braaaa 


.»«pli^  Kongo  t        SI-J7.7 

Location:  A   rtiiti;*  *«ro<*»   tlto  rivr    ,u»t   fe«lo*   ih«     eonfloanco 

of  too  ifu/folo  «  .0  klogoro  fciv*r«  ono  <»tuf*lo 
H«H»or  :md  1ft   lino  with  *ho  City   of  Buffalo  w&tor 
Intoko* 

iiiwu«i  friannMt  frwi  *-'w   hftru  Ifmrti 

200 

1,000 
2,000 
3,500 

*#*oo 

c,5  ;-3*  ,■«•;*  r    intftko   *  City  of  fruff&lo,    H.T. 

0,500 

oVWO  !nt*rn*tion«,l   Soundory 

«.50O 
10,000 

a  ,500 

12,000  C*ntdl«»   .hor« 


*«otoi     loint*  aarkod  with  aotorlok*  or*  not  to  bo  aonolod* 


Coapllod  Goto**r,  1?03- 
.-:ot*r     u*li»  '  3«rvoy«  t+r^aeH, 


ahp  mMuum  fwwhrv 

IIAOARA  BIWhk 

Sanpling  Range:         Mi-37.7 

Location x  A  rang*  serosa  tha  river  juat  oolow  tho     eonfluoneo 

of  tao  Buffalo  and  Niagara  Rivara  and  Buffalo 
Harbor  and  in  lino  with  tha  City  of  Buffalo  wator 
intako. 

la^aHal  MattMal  COB  ^M*  SjfTt  UnU 

too 

1,000 
2,000 
3,500 

5,500 

6,500#       tfatar  Intako  -  City  of  Buffalo,  N.Y, 

6,500 

$,000*        International  Boundary. 

*,500 
10,000 
Uf500 
12,000v       Canadian  Shora. 


Kotot     Point a  aarfcod  with  asterisk*  ara  not  to  bo  eaapled, 

Compiled  October,  1965. 
Water  Quality  Surveys  Branch. 


